The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
Wiiliam A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 

DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN 8IGBY.MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 



02/17/2012 


Gabriel O’Malley 

Assistant District Attorney, Suffolk County 
Dear ADA O’Malley, 

Enclosed is the information you requested in regards to Commonwealth Included 

are copies of the following: 

1. Drug Analysis Laboratory Receipt. 

2. Control Cards with analytical results for samples 

3. Analysis sheets with custodial chemist’s hand notations and test results. 

4. GC/Mass Spectral analytical data for samples 

Annie Dookhan was the custodial chemist and performed the preliminary testing and net weight for 
this sample. Kate Corbett analyzed the GC/MS data for this sample. 

If you have any questions about these materials, please call me at the number below. 


Sincere W, 



nni e Dookhan 
Chemist 

Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6622 


Folk OIG PRR 031371 






To be completed by ECU personnel only 

Name and Rank of Submitting Officer __ ^ 

$ 

Received by_ 



Date ______ 

ECU Control # 


Folk OIG PRR 031372 


BPD Form 0038-BIS‘0907 (prev. 1753) 























DRUG POWDER ANALYSIS FORM 


SAMPLE# AGENCY 

No. of samples tested: y_ 


ANALYST 
Evidence Wt 



PHYSICAL DESCRIPTION: 

<O^T cO-vvVL e''“'A.s\v.~\ ^ vOi vv«\ Ct_ 


Gross Wt { V. (D-A^^S 

Gross Wt ( ):___ 

Pkg. Wt: __ 

Net Wt: Ci-O^iS^ 


PRELIMINARY TESTS 


Scot Tests 

Microcrvstalline Tests 

Cobalt 

Gold 

Chloride 

Thiocyanate ( -V 

Marquis 

TLTA ( - t * 

Froehde's 

OTHER TESTS 

Mecke's 


PRELIMINARY TEST RESULTS 

RESULTS LQCCUAC. 

DATE 1-^2- 


GC/MS CONFIRMATORY TEST 

RESULTS C DC Ctxri Q _ 

MS 

OPERATOR \C^C _ 

date n-aA-to 


Revised 7/2005 















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\System7\07J28JLO\733670 .D 
KAC 

29 Jul 2010 00:41 

BLANK 


DRUGS.M 
RTE 



Abundance TiC: 733670.D\data,ros 



Time~> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


733670.D 


wed Feb 08 13:20:28 2012 


Page 1 


Folk OIG PRR 031375 





Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q3-2010\System7\07 28 10\733671.D 

Operator 

KAC 

Date Acquired 

29 Jul 2010 00:54 

Sample Name 

COCAINE STD 

Submitted by 


Vial Number 

71 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Abundance 


1500000 


1000000 



TIC: 733671.D\data,ms 


500000 


0 J rrt-r-rf'i-r. r, * > • M 1 1 > + \> 1 - ' 1 1 * Vr f -r“r"rT T T'T-rq-rrrr r i'"n'T"rrT 

Time--> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 8.00 6.50 7.00 


r H“ irm T ^, 

7.50 8.00 


1 ^T m T m7 T rT 

8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4.733 

1901761 

100.00 

100.00 


733671. D 


Wed Feb 08 13:20:33 2012 


i 


Page 1 
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Area Percent / Library Search Report 


Information from Data File; 

File Name : F; \Q3 ~201Q\System7\07__28_10\733 671. D 

Operator ; KAC 

Date Acquired : 29 Jul 2010 00:54 

Sample Name : COCAINE STD 

Submitted by : 

Vial Number : 71 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 4.73 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.707 to 4,903 min.: 733671.D\data,ms (-) 



733671,D Wed Feb 08 13:20:33 2012 Page 2 


Folk OIG PRR 031377 













Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q3-2010\System7\07 28 10\733679.D 

Operator 

KAC 

Date Acquired 

29 Jul 2010 2:35 

Sample Name 

BLANK 

Submitted by 

ASD 

Vial Number 

2 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 

Abundance 

TiC: 733679 D\daia.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


733679 .D 


Wed Feb 08 13:20:48 2012 


Page 1 


Folk OIG PRR 031378 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMet h 
Integrator 


F:\Q3-2010\System7\07_28_10\73 3680,D 
KAC 

29 Jul 2010 2:47 


ASD 

80 

DRUGS *M 
RTE 


Abundance 

3000000) 


TIC: 733680.D\data.ms 

4^39 


2000000 

1000000 


Time~> 


; 3.913 j 

J 2.139 | 

0 ‘ i Vj-r-n-i~[TTTr|'"n "rrpi -r v-T-j-r'i 1 Vt] t™t"' t•• ry ■ i-nTTr - !—r“rT-r-|"-T"r"i"r-|r-T"T"TT"yT"T"rT"yT"T"r"r"i"T"rT"T"i"T"r"i"T"i"T"F"r"r 

2.00 2,50 3,00 3,50 4.00 4.50 5.00 5,50 8,00 6,50 7.00 7,50 8,00 8,50 9,00 9.50 


Ret. Time 


Area Area % Ratio % 


2.139 
3.913 
4.739 


109423 2,56 3.06 

587807 13.77 16.46 

3572017 83.67 100.00 


733680.D 


Wed Feb 08 13:20:52 2012 


Page 1 


Folk OIG PRR 031379 








Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\System7\07_28_10\733680.D 

KAC 

29 Jul 2010 2:47 


ASD 

80 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 
C:\Database\PMW T0X2.L 


PK# 


RT 


Library/ID 


Minimum Quality: 80 
Minimum Quality: 80 


CAS# 


Qual 


2.14 C:\Database\NlST05a.L 

Ecgonidine , methyl ester 127379-24-2 98 
2-Carbomethoxy-8-methyl-8-azabicycl 043021-26-7 95 
2(1H)-Pyridinone, 4-hydroxy-6-methy 007135-82-2 52 


Abundance 

80 

60 

40 

20 

0 

m/z--> 

Abundance 

80 

so; 

40 

20 


42 


Average of 2,096 to 2.282 min.: 733680.DVdaia,ms (-) 

1$2 


82 

122 



57 65 

j 4 106 

. 


138 

| 168 


ri i i i t~i 

n-tf 

[“n i | 

i 1 i 

nri'T'rtTTT'frl 

i| 'n-rrrirTT-TTT-J 


181 


207 


T"i "T"!TTT'T"n I (1 

40 50 60 70 80 90 100 110 120 130 140 ISO 160 170 180 190 200 


#43743: Ecgonidine, methyl ester 

1$2 


122 


I 


106 


m/z~> 


Or-rp-m-q-rr-ri ; i i ti y\ 


138 




181 


166 


prrnr 

40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 


733680 .D 


Wed Feb 08 13:20:52 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data Pile: 

File Name : F:\Q3-2010\System7\07__28_10\733680.D 

Operator : KAC 

Date Acquired ; 29 Jul 2010 2:47 

Sample Name 
Submitted by ; ASD 

Vial Number : 80 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 
c:\Database\PMW_T0X2.L 

PK# RT Library/ID 


2 3,91 C:\Database\NlST05a.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 99 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Minimum Quality: 80 
Minimum Quality: 80 


CAS# Qual 



Abundance Average of 3.881 to 4.146 min.: 733680. D\data,m$ (-) 



Abundance #59447: Imfdazot2,1-b]thiazoie, 2 J 3 f 5 1 6-tetrahydro-6-phenyl- J (S)- 



733680.D Wed Feb 08 13:20:53 2012 Page 3 


Folk OIG PRR 031381 















Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3-2010\System7\07_28__10\733680.D 

Operator ; KAC 

Date Acquired : 29 Jul 201 0 2 1 47 

Sample Name ; 

Submitted by ; ASD 

Vial Number : 80 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C : \Database\PMW__TOX2 . L 

PKtt RT Library/ID CAS# Qual 


3 4.74 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.698 to 4.892 min.: 733680.D\data.ms (-) 



Abundance #29: COCAINE 




Folk OIG PRR 031382 













Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3~2010\Systeitt7\07 28 10\733694.D 
KAC 

29 Jul 2010 5:44 

BLANK 


DRUGS.M 
RTE 


Abundance TfG: 733694.D\data.ms 



Ret, Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


733694,D 


Wed Feb 08 13:21:10 2012 


Page 1 


Folk OIG PRR 031383 






Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth: 
Integrator ; 


Data File: 

F:\Q3-2010\System7\07 28 10\733695,D 
KAC 

29 Jul 2010 5:56 

COCAINE STD 

95 

DRUGS.M 
RTE 


Abundance 


1500000 


1000000 


500000| 


TIC: 733695D\data.ms 


4739 


" r ' l " 1_T T ITT T rr i < j I ^ - j - t . h | L O I ; r I I t | T I t I ] fM rj'' T 'T"' r 'r“p“i"T"T“] - “r“r-r-r-]--r-T-T--rj-T-T--r-r-j-T-T--r-r-j-n 

Time-*> 2,00 2.50 3.00 3.50 4.00 4,50 5.00 5,50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4.739 

1724699 

100,00 

100.00 


733695.D 


Wed Feb 08 13:21:14 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data Pile: 

File Name : F:\Q3-2010\System7\07_28_10\733695.D 

Operator : KAC 

Date Acquired : 29 Jul 2010 5:56 

Sample Name : COCAINE STD 

Submitted by : 

Vial Number : 95 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Databaee\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMWJTOX2*L 

PK# RT Library/ID CAS# Qual 


4.74 C:\Database\SLI,L 

COCAINE 000050-36-2 99 


Abundance Average of 4,691 to 4,871 min.; 733695.DVdata.ms {-) 



733695.D Wed Feb 08 13:21:15 2012 Page 2 


Folk OIG PRR 031385 














